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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 05254 26175IZ 
ACTION ARA-10 

INFO OCT-OI ISO-00 EB-07 /018W 

2707I9Z 059612/17 

R2615I6ZMAY 77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7774 

UNCLAS CARACAS 5254 

PASS TO OED/MEPD AND OIM 

E.O. 1 1652: N/A 

TAGS: BENC, BEXP, VE 

SUBJ: MAJOR PROJECT: HIGHWAY TUNNEL 

REE: (A) CARACAS 1954, (B) CARACAS 8311 (1976) 

(1) PROJECT NAME: VENTILATION EQUIPMENT FOR THE PALO 
GRANDE HIGHWAY TUNNEL TO BE BUILT BETWEEN SAN 
CRISTOBAL AND LA FRIA IN STATE OE TACHIRA. 

(2) BRIEF DISCRIPTION: SUPPLY AND INSTALLATION OF 
VENTILATION SYSTEM FOR TWIN HIGHWAY TUNNELS 
APPROXIMATELY TWO TRAFFIC LANES. THE VENTILATION 
SYSTEM WILL CONSIST OF FOUR PLANTS; ONE AT EACH 
END OF THE TUNNELS AND TWO ON THE SURFACE NEAR 
THE CENTER. ESSENTIAL COMPONENTS OF THE SYSTEM 
WILL BE: 

(A) SIXTEEN 300 KV VENTILATORS, EACH CAPABLE 
OF MOVING APPROXIMATELY 230 CUBIC METERS 
OF AIR PER SECOND; 

(B) FOUR DIESEL-ELECTRIC EMERGENCY POWER PLANTS, 

EACH WITH A CAPACITY OF ABOUT 1,000 KW; 

(C) FOUR HEAVY-DUTY CRANES FOR THE VENTILATION 
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PLANTS; 

(D) LARGE METAL DUCTWORK SYSTEMS FOR HANDLING 
VENTILATED AIR AS WELL AS NECESSARY BASE 
STRUCTURES; 

(E) INSTALLATION OF HIGH VOLTAGE LINES FOR THE 
VENTILATOR MOTORS, EMERGENCY POWER PLANTS, 

ETC.; 
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(F) INSTALLATION OF LOW VOLTAGE LINES FOR TUNNEL 
ILLUMINATION, ETC.; 

(G) INSTALLATION OF BUILDING VENTILATION SYSTEMS; 

(H) ILLUMINATION OF THE TUNNEL AND OF THE BUILDINGS; 

(I) INSTALLATION OF EMERGENCY EUIPMENT (BATTERIES, 
RECTIEIERS, ETC.); 

(J) INSTALLATION OF OBSERVATION, CONTROL, AND 
TRANSMISSION FACILITIES IN THE TUNNEL AND 
THE BUILDINGS; AND 

(K) WHATEVER OTHER ELECTRICAL AND MECHANICAL 
EQUIPMENT THAT MAY BE NEEDED FOR THE CORRECT 
OPERATION OE THE TUNNEL (I.E., CABLES, 

CONTROL PANELS, TRANSFORMERS, AND 
AUXILIARY MAINTENANCE EQUIPMENT). 

(3) EXECUTING AGENCY; MINISTRY OF TRANSPORTATION AND 
COMMUNICATIONS, DIRECTORATE GENERAL OF ADMINIS- 
TRATION AND SERVICES - DIRECTOR OE EINANCE; 

EDIFICIO RAMIA; ESQUINA DE CARMELITAS; AVENIDA 
URDANETA; CARACAS, VENEZUELA. 

(4) STATUS OF PROJECT/ANTICIPATED BID DATES; 

INTERESTED LOCAL AND FOREIGN FIRMS ARE REQUESTED 
TO PRESENT PREQUALIEICATION DOCUMENTS AT 1 1 :00 AM, 

28 JULY 1977 IN THE AUDITORIUM OE THE CENTRO DE 
INGENIEROS DEL ESTADO TACHIRA; SAN CRISTOBAL, 

TACHIRA. 

(5) ESTIMATED PROJECT COST/EOREIGN CONTENT; N/A. 
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(6) COMPETIVE FACTORS; N/A. 

(7) ADDITIONAL INFORMATION; FOREIGN FIRMS MUST 
PRESENT THE FOLLOWING: 

(A) DOCUMENTS OF INCORPORATION; 

(B) DECLARATION OF PERSON(S) AUTHORIZED TO 
REPRESENT THE FIRM IN VENEZUELA; 

(C) FINANCIAL STATEMENTS FOR PREVIOUS THREE 
YEARS; 

(D) STATEMENTS OF DEBTORS, CREDITORS, ASSETS, 
INVESTMENTS, STOCK AND PARTICIPATION IN OTHER 
FIRMS, PROFIT AND LOSS, ETC,; 

(E) CERTIFICATE OE SOLVENCY FROM THE VENEZUELAN 
TAX ADMINISTRATION; 

(F) LIST OF PESONNEL AND THEIR QUALIEICATIONS; 

(G) LIST OF PROJECTS SIMILAR TO THIS ONE REALIZED 
BY FIRM, INCLUDING COST, STATUS, ETC.; 
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(H) LIST OF EQUIPMENT OWNED BY FIRM; AND 

(I) WHATEVER OTHER INFORMATION THE EIRM MAY WISH 
TO SUPPLY. 

ALL THE ABOVE DOCUMENTATION MUST BE PRESENTED 
IN SPANISH AND MUST BE DULY LEGALIZED. 

(8) CONSORTIA EORMED BETWEEN VENEZUELAN AND FOREIGN 
FIRMS MUST PRESENT THE FOLLOWING: 

(A) THE NAME OE THE EIRM WHICH WILL REPRESENT 
THE CONSORTIUM; 

(B) FULL PREQUALIFICATION DOCUMENTATION FROM EACH 
OF THE FIRMS WHICH COMPROMISE THE CONSORTIUM; AND 

(C) THE DOCUMENT WHICH ESTABLISHES THE 
CONSORTIUM AND WHICH OBLIGATES THE 
PARTICIPANTS TO VENEZUELAN LAW SHOULD 
THEY BE AWARDED THE CONTRACT. 
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